RADIUS 


A Narrow Beam Projector with Spot 
Reflector 


Type: A range of narrow beam and high intensity projectors with spot reflector. IP65 - water and dust protection for use in adverse 
conditions. 
Specification: Spot reflector is made of bright anodized aluminium. Tempered glass cover is fixed with stainless steel screws. 


Body in aluminium in dark grey finish. 
Luminaire is plastic-wrapped and boxed individually. 
Installation: Suitable for any horizontal and/or vertical surfaces. 
Application: Outdoor. Efficient projector for illuminating the churches, flag poles, monuments, building facades, etc. 


Lamp (W) and Total wattage, 


holder Overall dimensions (LxWxH), mm Weight, kg 
Radius 135 N81 HI 1x35 W(G12) @175x265 3,4 44 
Radius 170 N82 HI 1x70 W(G12) 175x265 S 83,5 


Options available on request: 
TIM- Timed ignitor 

HI- For metal halide lamps 

HF- High Frequency control gear 
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